Barrier—Free Facilities 


may adopt policies permitting Washington Land Bank to 
enter into agreements with other entities, including 
cooperative associations, to facilitate the making of loans 
to eligible farmers, ranchers, and producers of privately 
cultured aquatic products. Entities who are the origina- 
ting lenders shall be responsible for the servicing of the 
loans they make. However, loan participation agree- 
ments may designate specific loan servicing efforts to be 
accomplished by a participating institution. The board of 
directors shall direct Washington Land Bank to adopt 
loan servicing policies and procedures to assure that 
loans will be serviced fairly and equitably for the bor- 
rower while minimizing the risk for Washington Land 
Bank. Procedures shall include specific plans which help 
preserve the quality of loans and which help resolve 
credit deficiencies as they develop. 


[Statutory Authority; RCW 31.30.010. 87-13-030 (Order 87-1), § 
50-52-570, filed 6/11/87.] 


BORROWING--SECURITIES--INVESTMENTS 


WAC 50-52-580 Borrowings from commercial 
banks. The board of directors by resolution, shall au- 
thorize all commercial bank borrowings. 


[Statutory Authority: RCW 31.30.010. 87-13-030 (Order 87-1), § 
50-52-580, filed 6/11/87.] 


WAC 50-52-590 Borrowings from financial institu- 
tions other than commercial banks. The Washington 
Land Bank may borrow from other financial institutions, 
such as insurance companies, thrift institutions or other 
public or private sources upon such terms and in such 
amounts as may be determined by the board of direc- 
tors. 


[Statutory Authority: RCW 31.30.010. 87-13-030 (Order 87-1), § 
50-52-590, filed 6/11/87.] 


WAC 50-52-600 Resolution required. The board of 
directors shall by resolution authorize the issuance of 
notes, bonds, debentures, and similar obligations in such 
amounts as may be required to meet the Washington 
Land Bank's needs. Such resolution shall specify the 
maximum amount of obligations which shall be out- 
standing at any one time, as well as the amount, matur- 
ities, and rates of interest in each issue, and shall 
authorize the president of the bank, the executive com- 
mittee or appropriate officers to do all things necessary 
and proper to issue such obligations. 


[Statutory Authority: RCW 31.30.010. 87~-13-030 (Order 87-1), § 
50-52-600, filed 6/11/87.] 


WAC 50-52-610 Debt policy. The board of direc- 
tors shall adopt a written policy regarding the manage- 
ment of its debt, and the sources of funding for the 
repayment of such debt. 


[Statutory Authority; RCW 31.30.010. 87-13-030 (Order 87-1), $ 
50-52-610, filed 6/11/87.] 


WAC 50-52-620 Securities issuance——Registration 
and disclosure. In connection with the offering or sale of 
any "security," as defined by RCW 21.20.005(12) or 


Chapter 51-10 


any federal securities law, the Washington Land Bank 
shall comply with the provisions of the Securities Act of 
Washington, chapter 21.20 RCW, and any other appli- 
cable federal or state securities law. 


[Statutory Authority: RCW 31.30.010. 87~13-030 (Order 87-1), § 
50-52-620, filed 6/11/87.] 


WAC 50-52-630 Investments. Washington Land 
Bank is authorized to hold investment portfolios for the 
purposes of maintaining sufficient liquidity, investing 
short-term surplus funds, and managing short-term 
debt. The bank is not authorized to maintain investment 
portfolios primarily as a means of generating additional 
income. 

The board of directors shall adopt a policy regarding 
the management of its investments. Within this policy, 
the following items shall be addressed: 

(1) The purpose of the bank's investments. 

(2) The portfolio objectives. 

(3) The bank's liquidity needs. 

(4) The portfolio size and quality. 

(5) Maturity guidelines. 

(6) Authorization to manage investment activities. 

(7) Reporting and monitoring requirements. 

Additional areas may be addressed in the policy as 
deemed appropriate. 


[Statutory Authority: RCW 31.30.010. 87-13-030 (Order 87-1), § 
50~52-630, filed 6/11/87.] 


WAC 50-52-640 Debt to capital ratios require- 
ments. Washington Land Bank shall not incur aggregate 
liabilities exceeding twelve times its capital and surplus. 

The term "capital and surplus" as used in this section, 
represents total net worth including undistributed earn- 
ings or losses but excluding valuation reserves and lia- 
bility reserves. The term "aggregate liabilities" as used 
in this section, represents all amounts owed to others. 


[Statutory Authority: RCW 31.30.010. 87~13-030 (Order 87-1), § 
50-52-640, filed 6/11/87.] 


Title 51 WAC 
BUILDING CODE COUNCIL 


Chapters 
51-10 Barrier-free facilities. 
51-16 State Building Code update and amend- 


ment-—Adoption of the 1988 editions of 
the Uniform Codes. 


Chapter 51-10 WAC 
BARRIER-FREE FACILITIES 


Reviser's note: This chapter has been exempted from the publication, 
style, and format requirements of the Washington Administrative 
Code. 

Copies of chapter 51-10 WAC (Barrier—free facilities) may be ob- 
tained from the State Building Code Council, Department of Commu- 
nity Development, Local Government Assistance Division, Ninth and 
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[ 


Chapter 51-10 


Columbia Building, Mailstop GH-51, Olympia, Washington 98504— 
4151, telephone (206) 753-0738. 

(The Department of Community Development provides staff support 
to the State Building Code Council.) 


{Statutory Authority: Chapters 19.27 and 70.92 RCW. 88-24-021 
(Order 88-09), filed 12/2/88, effective 7/1/89; 86-24-040 (Order 
86-18), filed 11/26/86, effective 4/27/87; 85-07-036 (Order 85-02), 
filed 3/18/85; 85-03-095 (Order 85-01), filed 1/22/85; 83-15-033 
(Order 83-4), filed 7/18/83; Order 77-02, filed 8/3/77; Order 76-02, 
filed 9/1/76; Order 76-01, filed 6/28/76.] 


Chapter 51-16 WAC 


STATE BUILDING CODE UPDATE AND 
AMENDMENT--ADOPTION OF THE 1988 
EDITIONS OF THE UNIFORM CODES 


WAC 

51-16-010 Authority. 

51-16-020 Purpose. 

51-16-030 Uniform Building Code and Uniform Building Code 
standards. 

51-16-040 Uniform Mechanical Code. 

51-16-050 Uniform Fire Code and Uniform Fire Code 
standards. 

51-16-060 Uniform Plumbing Code and Uniform Plumbing 
Code standards. 

51-16-070 Exceptions. 

51-16-080 Implementation. 

51-16-090 Submittal of proposed city or county amendments. 

51-16-100 Review of city and county amendments previously ap- 


proved by the council. 


Reviser's note: Underscoring and strike—throwgh is used by the 
Building Code Council in this chapter to show changes from the appli- 
cable Uniform Code. 


WAC 51-16-010 Authority. These rules are 

` adopted under the authority of chapter 19.27 RCW. 
[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-010, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 


c 360, 85-24-029 (Order 85-13), § 51-16-010, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-020 Purpose. The purpose of these 
rules is to implement the provisions of chapter 19.27 
RCW, which provides that the state building code coun- 
cil shall maintain the State Building Code in a status 
which is consistent with the purpose as set forth in RCW 
19.27.020. In maintaining the codes the council shall 
regularly review updated versions of the codes adopted 
under the act, and other pertinent information, and shall 
amend the codes as deemed appropriate by the council. 
[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-020, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 
c 360. 85-24-029 (Order 85-13), § 51-16—020, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-030 Uniform Building Code and Uni- 
form Building Code standards. The 1988 edition of the 
Uniform Building Code, and the 1988 edition of the 
Uniform Building Code Standards as published by the 
International Conference of Building Officials is hereby 
adopted by reference with the following additions, dele- 
tions and exceptions: 


(1) The following definition shall be added to section 
420, chapter 4 of the Uniform Building Code: 
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SINGLE FAMILY RESIDENTIAL BUILDING 
is a dwelling containing only one dwelling unit. 


(2) The following definition shall be added to section 
414, chapter 4 of the Uniform Building Code: 


MULTIFAMILY RESIDENTIAL BUILDING is 
a common wall dwelling or apartment house that 
consists of four or fewer dwelling units that do not 
exceed two stories in height and that are less than 
five thousand square feet in total area. 


(3) Chapter 9 of the 1988 edition of the Uniform 
Building Code is hereby not_adopted and chapter 9 of 
the 1985 edition of the Uniform Building Code is hereby 
adopted in its place. 


The changes made between the 1985 edition of the 
Uniform Building Code and the 1988 edition of the 
Uniform Building Code for the purposes of inte- 
grating chapter 9 of the Uniform Building Code 
into other sections of the 1988 edition of the Uni- 


form Building Code are also not adopted. 
The sections and tables listed below contain 


changes to the 1988 edition of the Uniform Build- 
ing Code made for this purpose. 


Definitions: 


Sec. 404, Control Area (added) page 22 

Sec. 404, Corrosive (added) page 22 

Sec. 406, Emergency Control Station 
(changed) page 23 

Sec. 409, Handling (added) page 25 

Sec. 409, Health Hazard (added) page 
25 

Sec. 409, Highly Toxic Material (added) 
page 25 

Sec. 410, Irritant (added) page 26 

Sec. 413, Liquid Storage Room 
(changed) page 27 

Sec. 413, Liquid Storage Warehouse 
(changed) page 27 

Sec. 420, Sensitizer (added) page 29 

Sec. 422, Use (specifics added) page 30 


Code Body Changes: 


Sec. 503 (a), page 32 & 33 

Sec. 506 (c), page 38 

Sec. 507, page 38 & 39 

Table No. 5-A, page 43, 44 & 45 
Table No. 5-B, page 46 

Table No. 5-C, page 47 

Table No. 5—D, page 48 

Sec. 702 (b), page 55 & 56 

Sec. 802 (d), page 63 

Sec. 3309 (a), page 648 

Sec. 3320, page 657 

Sec. 3802 (f), page 682 

Sec. 5207 (a), page 784 
Appendix Table No. 11-B page 832 
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(4) Section 2312(h) 2.1. Diaphragms. (iv) of the Uni- 
form Building Code is hereby amended to read as 


follows: 


(iv) Where wood diaphragms are used to laterally 
support concrete or masonry walls, the anchorage 
shall conform to Section 2312(h) 2. H above. In 
Seismic Zones Nos. 2, 3 and 4 anchorage shall not 
be accomplished by use of toe nails or nails subject 
to withdrawal, nor shall wood ledgers or framing be 
used in cross—grain bending or cross—grain tension, 
and the continuous ties required by paragraph (iii) 
above shall be in addition to the diaphragm 
sheathing. 


(5) Uniform Building Code Section 2722(f) 6 item 1 
of the exception is hereby amended to read as follows: 


EXCEPTION: This requirement need not apply 
in any of the following cases, provided the com- 
pactness limitations for beams given in Section 
2722 (f) 3 shall apply to columns as well: 


1. For columns with f, less than 9.4Fy for all 
load combinations, except for loads specified 
in Section 2722(d) 1. Such columns shall 


have allowable stresses reduced 25 percent 
when one end frames into a joint not com- 
plying with Formula 22.3, and 50 percent 
when both ends frame into joints not com- 
plying with Formula 22.3. 


(6) Uniform Building Code Section 2722(f) 7. is 
hereby amended to read as follows: 


7. Trusses in SMRSF. Trusses may be used as hor- 
izontal members in SMRSF if the sum of the truss 
seismic force flexural strength exceeds the column 
seismic force flexural strength immediately above 
and below the truss by a factor of at least 1.25. For 
this determination the strengths of the members 
shall be reduced by the gravity load effects. In 
buildings of more than one story, the column axial 
stress shall not exceed 0.4Fy and the ratio of the 
unbraced column height to the least radius of gyra- 
tion shall not exceed 60. Columns shall have al- 


lowable stresses reduced 25 percent when one end 


frames into a truss, and 50 percent_when both ends 
frame into trusses. The connection of the truss 


chords to the column shall develop the lesser of the 
following: 


A. The strength of the truss chord. 


B. The chord force necessary to develop 125 
percent of the flexural strength of the 
column. 


(7) The following section shall be added to the Uni- 
form Building Code: 


Section 3801(e) when sprinklers are installed in an 
insulated ceiling cavity not meeting exceptions of 
UBC Standard 38-1 or where blocked by ducts or 
other similar obstructions, a space 6 inches or 
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greater in depth with not less than 12 inches clear- 
ance from ducts or other similar obstructions shall 


be provided under all sprinklers. 


(8) Section 3802(h) of the Uniform Building Code is 
hereby amended to read as follows: 


(h) Group R Division 1 Occupancies. An automatic 
sprinkler system shall be installed throughout every 
apartment house three or more stories in height or 
containing more than 15 dwelling units and every 
hotel three or more stories in height or containing 
20 or more guest rooms. Residential or quick re- 
sponse standard sprinkler heads shall be used in the 
dwelling unit and guest room portions of the build- 
ing. The sprinkler system shall comply with the 


requirements of Washington State Building Code 
Standard No. 38-3W. 


(9) Section 5103 of the Uniform Building Code is 
hereby not adopted in order to eliminate conflict with 
chapter 296-81 WAC as adopted by the Washington 
state department of labor and industries pursuant to 
chapter 70.87 RCW. 

(10) Section 5105 of the Uniform Building Code shall 
be amended to read as follows: 


Elevator Machine Room Floors 

Section 5105. Elevator hoistways shall not be 
vented through an elevator machine room unless 
such venting is accomplished by an approved duct 
system installed through the elevator machine 
room. Cable slots entering the machine room shalt 
be-steeved beneath the-machinetroonr froor-and-ex= 
tendto-nottess-thant2 inches-betowthe shaft-vent 
to must be installed in a manner that inhibits the 
passage of smoke into the machine room. 


(11) A New Standard No. 38-3W shall be added to 


Chapter 38 of the Uniform Building Code Standards as 
follows: 


WASHINGTON STATE BUILDING CODE STANDARD 
NO. 38-3W 


INSTALLATION OF SPRINKLER SYSTEMS IN 
RESIDENTIAL OCCUPANCIES 


Sec. 38.301W. Except for the limitations, deletions, 
modifications or amendments set forth in Section 
38.302W of this standard, the installation of sprinkler 
systems in residential occupancies of four stories or less 
when required by the Uniform Building Code shail be in 
accordance with the "Standard for the Installation of 
Sprinkler Systems in Residential Occupancies, NFPA 
13R-1988", published by the National Fire Protection 


Association, copyright 1988, Batterymarch Park, 
uincy, Massachusetts 02269, as if set out at length 


herein. 
Sec. 38.302W. The National Fire Protection Associa- 


tion standard adopted by section 38.301W applies to the 
selection, installation, inspection, maintenance and test- 
ing of residential sprinkler systems, except as follows: 


1. Table 1—5.1 is amended to read as follows: 
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Table 1—5.1 


Materials and Dimensions 


Spec. for Black and Hot—Dipped Zinc 
Coated (Galvanized) Welded and 
Seamless Steel Pipe for Fire 


Protection Use 


Specification for Welded and 
Seamless Steel Pipe ASTM A53 
Wrought-Steel Pipe ANSI B36.10 


Specification for Electric—Resistance 
Welded Steel Pipe ASTM A135 


Copper Tube (Drawn, Seamless) 
Specification for Seamless Copper Tube ASTM B88 


Specification for General Requirements 
for Wrought Seamless Copper and 


Standard 


ASTM _ A795 


Copper—Alloy Tube ASTM B251 
Brazing Filler Metal (Classification 
BCuP-3 or BCuP-4) AWS A5.8 


Specification for Solder Metal, 9-5 


Tin—Antimony—Grade 95TA ASTM B32 
Specifications for CPVC Pipe ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 


Specification for Polybutylene Tube ASTM D 3309 
2. Table 1—5.5 is amended to read as follows: 


Table 1—5.5 


Materials and Dimensions Standard 


Cast Iron 


Cast Iron Threaded Fittings 
Class 125 and 250 


Cast Iron Pipe Flanges and 
Flanged Fittings ANSI B16.1 


Malleable Iron 
Malleable Iron Threaded Fittings 
Class 150 and 300 

Steel 


Factory—made Threaded Fittings 
Class 150 and 300 


Buttwelding ends for Pipe, Valves 
Flanges and Fittings ANSI B16.25 


Spec. for Piping Fittings of Wrought 
Carbon Steel and Alloy Steel for 
Moderate and Elevated Temperatures ASTM A234 


Pipe Flanges and Flanged Fittings, 
Steel Nickel Alloy and Other 
Special Alloys ANSI B16.5 


Forged Steel Fittings, Socket 
Welded and Threaded 


ANSI B16.4 


ANSI B16.3 


ANSI B16.9 


ANSI Bi6.11 
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Table 1-5.5 
Materials and Dimensions Standard 
Copper 
Wrought Copper and Copper Alloy— 
Solder—Joint Pressure Fittings ANSI B16.22 
Cast Copper Alloy Solder—joint 
Pressure fittings ANSI B16.18 
Plastic Fittings for CPVC Pipe __ASTM F437 
ASTM F438 
ASTM F439 
ASTM F442 


Plastic Fittings for Polybutylene tube ASTM D 3309 


EXCEPTION: In the case of conflict between the venti- 
lation requirements of sections 605, section 705, section 
905 and section 1205 of this code and the ventilation re- 
quirements of chapter 51-12 WAC, the Washington 
State Energy Code, or where applicable, a local juris- 
diction's energy code, the provisions of such energy 
codes shall govern. 


[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-030, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 
c 360. 85-24-029 (Order 85-13), § 51-16-030, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-040 Uniform Mechanical Code. The 
1988 edition of the Uniform Mechanical Code, including 
chapter 22, Fuel Gas Piping, Appendix B, published by 
the International Conference of Building Officials and 
the International Association of Plumbing and Mechan- 
ical Officials is hereby adopted by reference with the 
following exception: 


In the case of conflict between the duct insulation 
requirements of section 1005 of this code and the 
duct insulation requirements of chapter 51-12 
WAC the Washington State Energy Code, or where 
applicable, a local jurisdiction's energy code, the 
provisions of such energy codes shall govern. 


[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-040, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 
c 360. 85-24-029 (Order 85-13), § 51-16-040, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-050 Uniform Fire Code and Uniform 
Fire Code standards. The 1988 edition of the Uniform 
Fire Code and the 1988 edition of the Uniform Fire 
Code Standards published by the International Confer- 
ence of Building Officials, and the Western Fire Chiefs 
Association is hereby adopted by reference. 


(1) Section 10.306(h) of the Uniform Fire Code is 
hereby amended to read as follows: 


(h) Group R Division 1 Occupancies. An automatic 
sprinkler system shall be installed throughout every 
apartment house three or more stories in height or 
containing more than 15 dwelling units and every 
hotel three or more stories in height or containing 
20 or more guest rooms. Residential or quick re- 
sponse standard sprinkler heads shall be used in the 
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dwelling unit and guest room portions of the build- 


ing. The sprinkler system shall comply with the 


requirements of Washington State Building Code 
Standard No. 38—3W. 


(2) Article 80 of the 1988 edition of the Uniform Fire 


Code is hereby not adopted and Article 80 of the 1985 
edition of the Uniform Fire Code is hereby adopted in 
its place. 


The changes made between the 1985 edition of the 
Uniform Fire Code and the 1988 edition of the 


Uniform Fire Code for the purposes of integrating 
Article 80 into other sections of the 1988 edition of 


the Uniform Fire Code are also not adopted. 
The sections and tables listed below contain 


changes to the 1988 edition of the Uniform Fire 
Code made for this purpose. 


Standards: 
Sec. 2.304 (b), page 9 


Permits: 
Sec. 4.108 
c.6. Compressed Gases, 
page 15 
h.l. Hazardous materials, 
page 16 & 17 
h.2. Highly toxic pesticides, 
page 18 


Definitions: 


Sec. 9.105 
CFR, page 23 
Carcinogen, page 23 


Sec. 9.117. 
Group H Occupancies, 
pages 36 & 37 
Organic Peroxide, page 39 
Oxidizer, page 39 


Sec. 9.118. 
Peroxide-Forming Chemical, 
page 39 
Primary Containment, page 40 
Proprietary Information, 
page 40 
Pyrophoric, page 40 


Sec, 9.121, 
Secondary Containment, 
page 41 
Segregated Storage, page 41 
Sensitizer, page 41 


Sec. 9.122. 
Toxic Material, page 43 


Sec. 9.123. 
Unauthorized Discharge, 
page 44 
Unstable (Reactive) Liquid, 
page 44 
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Sec. 9.125. 
Water—Reactive Materials, 
page 45 


Appendices: 


H-E Hazardous Materials Man- 
agement Plan & Hazardous 
Materials Inventory State- 
ment, page 419 
VI-A Hazardous Materials Clas- 
sifications, page 436 
[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-050, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 


c 360. 85-24-029 (Order 85-13), § 51-16-050, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-060 Uniform Plumbing Code and Uni- 


~ form Plumbing Code standards. The 1988 edition of the 


Uniform Plumbing Code and the 1988 Uniform Plumb- 
ing Code Standards, published by the International As- 
sociation of Plumbing and Mechanical Officials is 
hereby adopted by reference: Provided That chapters 11 
and 12 of this code are not adopted: Provided further, 
That those requirements of the Uniform Plumbing Code 
relating to venting of appliances as found in Chapter 13 
are not adopted. 

[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-060, filed 12/1/88, effective 7/1/89; 86-24-041 (Order 86- 
19), § 51-16-060, filed 11/26/86, effective 4/27/87. Statutory Au- 


thority: 1985 c 360. 85-24-029 (Order 85-13), § 51-16-060, filed 
11/26/85, effective 6/11/86.] 


WAC 51-16-070 Exceptions. The exceptions and 
amendments to the uniform codes contained in the pro- 
visions of chapter 19.27 RCW shall apply in case of 
conflict with any of the provisions of these rules. 

In case of conflict between the codes adopted under 
these rules and the provisions of chapter 51-10 WAC, 
the Washington state regulations for barrier—free facili- 
ties, the provisions of chapter 51-10 WAC shall govern. 
[Statutory Authority; RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-070, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 


c 360. 85-24-029 (Order 85-13), § 51-16-070, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-080 Implementation. The uniform 
codes adopted by WAC 51-16—-030 through 51-16-060 
of this chapter shall become effective in all counties and 
cities of this state on July 1, 1989, unless local amend- 
ments have been approved by the state building code 
council. 

[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-080, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 


c 360, 85-24-029 (Order 85-13), § 51-16-0890, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-090 Submittal of proposed city or 
county amendments. All proposed city or county amend- 
ments to the State Building Code required to be submit- 
ted to the council under the provisions of RCW 
19.27.060 and 19.27.074 shall be submitted to the coun- 
cil for review under procedures established by the coun- 
cil. The council shall approve or deny all local 
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amendments based on their consistency with the mini- 
mum performance standards and objectives of chapter 
19.27 RCW. 

[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-090, filed 12/1/88, effective 7/1/89. Statutory Authority: 1985 


c 360. 85-24-029 (Order 85-13), § 51-16-090, filed 11/26/85, effec- 
tive 6/11/86.] 


WAC 51-16-100 Review of city and county amend- 
ments previously approved by the council. The council 
will review all amendments to the 1985 editions of the 
codes approved by the council pursuant to RCW 19.27- 
.074 and 19.27.060. The council will declare null and 
void any amendments which have become obsolete, un- 
necessary, or in conflict due to changes in the language 
of the 1988 editions of the codes as adopted under these 
rules. 


[Statutory Authority: RCW 19.27.074. 88-24-018 (Order 88-11), § 
51-16-100, filed 12/1/88, effective 7/1/89.] 


Title 55 WAC 
BASIC HEALTH PLAN 


Chapter 


55-01 Washington basic health plan. 


Chapter 55-01 WAC 
WASHINGTON BASIC HEALTH PLAN 


WAC 

55-01-001 Authority. 

55-01-010 Definitions. 

55-01-020 Schedule of benefits. 

55-01-030 Premiums and copayments, 

55-01-040 Eligibility. 

55-01-050 Enrollment in the plan. 

55-01-060 Disenrollment from the plan. 

55-01-070 Hearings and grievances. 

55-01-080 Contracts with managed health care systems. 


WAC 55-01-001 Authority. The administrator's 
authority to promulgate and adopt rules is contained in 
RCW 70.47.050. 


[Statutory Authority: RCW 70.47.050. 88-24-030 (Order 88-001), § 
55-01-001, filed 12/2/88.] 


WAC 55-01-010 Definitions. The following defini- 
tions apply throughout these rules. 

(1) "Administrator" means the Washington basic 
health plan administrator. 

(2) "Certificate of coverage" means a written docu- 
ment issued by the plan to a subscriber which describes 
the covered services, premiums, grievance procedures 
and other rights and responsibilities of enrollees. The 
certificate of coverage issued to a subscriber shall per- 
tain to the subscriber and family dependents. 

(3) "Copayment" means a payment indicated in the 
schedule of benefits which is made by an enrollee to a 
managed health care system or health care provider, or 
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to the plan, when specifically instructed to do so by the 
plan, for covered services provided to the enrollee. 

(4) "Covered services" means those services and ben- 
efits to which an enrollee is entitled, under the certifi- 
cate of coverage issued by the plan to the enrollee (or to 
a subscriber on behalf of the enrollee), in exchange for 
payment of premium and applicable copayments. 

(5) "Dependent child" means an individual's unmar- 
ried natural child, stepchild, or legally adopted child, 
who is either (a) younger than age nineteen, or (b) 
younger than age twenty-three and (i) is a full-time 
student at an educational organization which normally 
maintains a regular faculty and curriculum and nor- 
mally has a regularly enrolled body of pupils or students 
in attendance at the place where its educational activi- 
ties are regularly carried on, or (ii) is pursuing a full- 
time course of institutional on-farm training under the 
supervision of an educational organization described in 
WAC 55-01-010 (5)(b)(i). i 

(6) "Enrollee" means a person who meets all eligibil- 
ity requirements, who is enrolled in the plan, and for 
whom applicable premium payments have been made. 

(7) "Family" means an individual or an individual 
and the individual's spouse, if not legally separated, and 
the individual's dependent children. For purposes of eli- 
gibility determination and enrollment in the plan, an in- 
dividual cannot be a member of more than one family. 

(8) "Family dependent" means a subscriber's legal 
spouse, if not legally separated, or the subscriber's de- 
pendent child, who meets all eligibility requirements, is 
enrolled in the plan, and for whom the applicable pre- 
mium has been paid. 

(9) "Grievance procedure" means the formal process 
for resolution of problems or concerns raised by enrollees 
which cannot be resolved in an informal manner to the 
enrollee's satisfaction. "Grievance" means a problem or 
concern presented for resolution through a grievance 
procedure. 

(10) "Gross family income" means the total income of 
all members of an enrollee's family, regardless of 
whether those family members enroll in the plan. For 
purposes of this definition, "income" includes but is not 
limited to wages and salaries, net income from rentals or 
self-employment, tips, interest income, dividends, royal- 
ties, public or private pensions, and Social Security ben- 
efits. For purposes of this definition, "income" shall not 
include income of dependent children, nor shall it in- 
clude income of a family member who resides in another 
household when such income is not available to those 
family members seeking enrollment in the plan. 

(11) "Managed health care system" (or "MHCS") 
means any health care organization, including health 
care providers, insurers, health care service contractors, 
health maintenance organizations, or any combination 
thereof, that provides directly or by contract basic health 
care services, as defined by the administrator and ren- 
dered by duly licensed providers, on a prepaid capitated 
basis to a defined patient population enrolled in the plan 
and in the managed health care system. 


